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27 October 1958 


MEMORANDUM FOR: Fl/Projects Branch 

SUBJECT j Termination of Project BXOPHORE 


r" has advised that Project BIOPHORE will be 
teiainatea as of 31 OotoTfcr 1956. The Headquarters Desk concurs in 
this action since for all practical purposes the Project has been on 
an inactive status from 1 May 195$ to the present. 




'APPROVED: 



Criiet, i 1/OPS Division 
1 0 NOV 1958 



If the project has been on an Inactive status since 1 May 1956 to 
the present time, the question arises as to why the Field and Division 
did not take action to terminate the activity and not wait for the 
Senior Staff to request termination. 
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